CHAPTER X
RACE DETERIORATION
Novalis said "There is but one temple in the world,
and that temple is the body of man." And this shrine,
so far as India is concerned, has been allowed to be
desecrated in the British period.
DEATH RATE
The average expectation of life in U.K. and Ger-
many is 63 years, in Japan 47 years, but in India it
is only 27 years.
The expectation of life at birth for the average
German increased, between 1870 and 1935, from 35
years to 58; that of the average Englishman, from 41
years to 56. In India it was 25.54 in 1891 and was only
26.46 in 1941. The reason is clear. As Sir Robert
McCarrison puts it, "Normal nutrition and health can-
not be maintained on many of the diets now used by
millions of the people of India."
Mean expection of life in India
1881       1891       1901       1911       1931
Males......23.67     24.59     23.63     22.59     26.91
Females           ..        ..    25.88     25.54     23.96     23.31     26.56
Nothing has been done to reduce the mortality
rate in India which is higher than in any other
country.                                                                     *
Birth and Death Rates (per thousand)
1885-90 1890-01  1001-H  1911-21     1921-31    1931-35
Birthrate     ..36         34         38         37          35             3135
Death rate    ..26         31          34         34         26             24
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